PLAZA MOTEL 
1320 W. 3rd St., - Hwy. 66 
Elk City, Okla. Phone 157 
15 Modern Units, Innerspring Mattress, Tile 
Showers. Furnace heat, Air-Conditioned, AAA 
Approved. Indorsed by Duncan Hines Play 
Grounds. Public Phone.Near Good Cafe. 
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